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16 August 1957 


Dear Jim: 


Attached is information on the speed correction 
equipment for pagnetic tapes. 


B,, system. 
estimated cost is $2005 per A, By, ! 
ives gigantea tnateated that the parts wight run 
as high as $2500 per set. 


If Ruse wants any will order them for you. 


25X1A pcs/Dcl Ye (8/16/57) 
tributi 0, Bank ) 
Di ubion : 
25X1A ae - OAPC - 12394 jer bf 


aos ae - Proj. Chrono (RI) 
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